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INFO OCT-01 ISO-OO CIAE-00 DODE-OO INR-07 NSAE-00 PA-02 

RSC-01 USIA-15 PRS-01 SP-02 COME-OO EB-07 FEA-01 

FPC-01 INT-05 OES-05 SAM-01 AEC-07 /068 W 

075273 

R 070044Z JAN 75 
FM AMCONSUL VANCOUVER 
TO SECSTATE WASHDC 1886 
INFO AMEMBASSY OTTAWA 

UNCLAS VANCOUVER 012 

TAGS: SENV, ENRG, PFOR, CA 

SUBJ: PROPOSED DAM PEND D OREILLE RIVER 

JANUARY 3 BRITISH COLUMBIA GOVERNMENT ANNOUNCED 
DECISION TO BUILD POWER PROJECT ON BEND PEND D OREILLE 
RIVER WHICH IS IN B.C. THAT RIVER RISES IN U.S. AND 
FLOWS NORTH INTO CANADA WHERE IT JOINS COLUMBIA RIVER. 
IT IS EXPECTED THAT 215 FOOT DAM, CURRENTLY ENTITLED 
"SEVEN MILE POWER PROJECT" WILL BE CONSTRUCTED ABOUT 
A DOZEN MILES SOUTHEAST OF CITY OF TRAIL. EXPECTED 
PRODUCE 700,000 KILOWATTS HYDROELECTRIC POWER TO START 
IN 1980. ESTIMATED COST DLRS 500 MILLION 
STUTESMAN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CONSTRUCTION, HYDROELECTRIC POWER PLANTS, DAMS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 07 JAN 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975VANCOU00012 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750005-0921 
From: VANCOUVER 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 71 /aaaackmq. tel 

Line Count: 42 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 12 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 MAR 2003 by RicharJA>; APPROVED <12 FEB 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PROPOSED DAM PEND D OREILLE RIVER JANUARY 3 BRITISH COLUMBIA GOVERNMENT ANNOUNCED 
TAGS: SENV, ENRG, PFOR, CA 
To: STATE 
Type: TE 
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